On cross-examination, Mr. Gravely denied that he was
ever given a company personnel termination form.  He also
denied that Mr. Blankenship ever advised him he was being
discharged because two pumps were damaged during his shifts
and that he had been warned about this on July 21, 1982.
He also denied that Mr. Crickmer ever told him that he was
being discharged for these reasons.  Mr. Gravely stated
that Mr. Blankenship "gave me the reason that I was being
discharged over the roof fall, and on the 30th there was
the second roof fall" (Tr. 101).

Mr. Gravely denied that Mr. Blankenship ever advised
him that he would be suspended on March 16, 17, or 18, 1982,
because cribs had to be installed on the No. 3 entry when
the ribs were cut off center.  He also denied that he was
in fact suspended on those days (Tr. 103-104) .

Mr. Gravely identified exhibit R-2 as a report he
prepared and filed with his superior as part of his duties
as a foreman.  The report reflects that miner operator
Rick Stewart cut certain areas too wide on March 3, 5, and
12, 1982, and that Mr. Gravely verbally warned Mr. Stewart
about the incidents (Tr. 109-112).  Mr. Gravely denied that
Mr. Blankenship reprimanded him on March 12, 1982, nor did
he suspend him (Tr. 113}.

Mr. Gravely identified exhibit R-3 as a mine map, and
that the No. 2 entry is the intake air entry, a track entry,
and a belt entry.  He confirmed that this is the entry where
the pump incidents occurred and where the danger board in
question was placed (Tr. 115-117).  He denied that the principal
roof fall occurred in the No. 1 entry, and stated that it
occurred in the break-through between the No. 1 and 2 entries,
and that it actually blocked the break-through and not the
entry.  He indicated that the fall was some 30 feet from the
No. 2 entry and that it was not possible to approach that
area from another direction other than going by the danger
board on No. 2.  He also indicated that the area could not
be approached by going in the No. 1 entry outby the danger
board because the area was solidly cribbed off (Tr. 121).

Referring to the mine map, Mr. Gravely contended that
the area where he was criticized for not going with his crew
was "inby that danger board and to the left in the break"
(Tr. 122).  Mr. Gravely stated that at no time did he refuse
to go into an area because it was beyond the danger board, and he
further testified as follows (Tr. 123-124):

Q.  And did anyone direct you to go into
an area beyond the danger board?
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